Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 307363 
ORIGIN ERDA-07 

INFO OCT-01 10-13 ISO-OO OES-06 ACDA-10 FEA-01 CIAE-00 
INR-07 L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-OO /067 R 

DRAFTED BY USERDA:AIA:JEAMMONS:GLS 

APPROVED BY OES/NET:DHOYLE 

USERDA:AIA:RNSLAWSON 

USNRCJLAFLEUR 

IO/SCT:LCAVANAUGH 

ACDA:JMENZEL 


074076 /60 

R 20220 1Z DEC 76 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 307363 

E.O. 11652: N/A 

TAGS: AORG, TECH, IAEA 

SUBJECT: PROPOSED IAEA SPECIALISTS' MEETING ON SOFTWARE 
RELIABILITY FOR COMPUTERIZED CONTROL AND SAFETY SYSTEMS 
IN NUCLEAR POWER PLANTS 

1 . MISSION REQUESTED EXTEND FORMAL OFFER TO IAEA FOR US 
TO HOST SUBJECT SPECIALISTS' MEETING IN CONNECTION WITH 
U.S. PARTICIPATION IN INTERNATIONAL WORKING GROUP ON 
NUCLEAR POWER PLANT CONTROL AND INSTRUMENTATION ON WHICH 
U.S. REP IS DR. STEPHEN HANAUER, NRC. MEETING WOULD BE 

HELD DURING JULY 1977 AT PITTSBURGH, PA, IN COOPERA- 
TION WITH WESTINGHOUSE ELECTRIC CORP. 

2. THIS PROPOSED MEETING WAS DISCUSSED EARLIER BY AGENCY 
WITH DR. HANAUER. SUMMARY INFORMATION AND PROVISIONAL 
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AGENDA BEING AIRMAILED TO MISSION FOR TRANSMITTAL TO 
AGENCY. 

3. MISSION REQUESTED ADVISE SOONEST OF AGENCY REACTION 
TO THIS OFFER. 
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